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TO AMEMBASSY BONN PRIORITY 
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UNCLAS STATE 241296 

E.O. 11652N/A 
TAGS: TECH, GW 

SUBJ: REGULATORY STANDARDS FOR NUCLEAR POWER 
REES: (A) BONN 17614 (B) STATE 239308 

1. AEC NOT SEEKING ELABO*ATE COMPARISONS OR DETAILS BUT 
AN OVERALL SUMMARY EVALUATION OF NATIONAL REGULATORY 
PROGRAM, VIS-A-VIS PERTINENT IAEA AND US STANDARDS, 
INSOFAR AS HOST COUNTRY AWARE OF LATTER. 

2. AEC REGULATORY STAFF REVIEWING MATERIAL MENTIONED 
REETEL (A) AND WILL ADVISE OF WHAT ADDITIONAL INFO NEED 
BE DEVELOPED BY BONN. IN MEANTIME NO APPROACH NECESSARY 
TO HOST GOVT. RUSH 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR ENERGY, NUCLEAR POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE241296 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DIP:JAMMONS:MM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731234/aaaaayns.tel 

Line Count: 50 
Locator: TEXT ON-LINE 
Office: ORIGIN *AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: (A) BONN 17614 (B) STATE 239308 
Review Action: RELEASED, APPROVED 
Review Authority: kelleywO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 -Sep-2001 by thomasv0>; APPROVED <19 MAR 2002 by kelleyw0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REGULATORY STANDARDS FOR NUCLEAR POWER 
TAGS: TECH, GE 
To: BONN 
Type: TE 
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